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authority is necessary from the local authority before any water main is tapped and the local bye-laws should be taken into consideration.
The improvement in existing water supplies has resulted in a marked decline in the number of animals suffering from Johne's disease, and also in the number of losses therefrom. Further, although the effect of contaminated
FIG. 45.
By courtesy of the United Dairies Ltd. Contaminated Water Supply.
water in the spread of other diseases such as tuberculosis, abortion, etc., may not be so readily recognisable, there are many engaged in the eradication of these diseases who feel that in this direction a great stride could be taken towards this object. There is little doubt that research work which has been undertaken with regard to the eradication of disease has further emphasised the importance of water supplies.
FIG. 46.
By courtesy of the United Dairies Ltd. Uncontaminated Water Supply.
In some cases, where the drinking water is situated in fields or ponds, it may be sufficient to fence off the margin, leaving enough room for cattle to drink, but preventing any standing in the water, with consequent fouling by dung. Pond water may be good but is usually grossly polluted, due to drainage from the surrounding land from which it is collected. Generally, it is undesirable for dairy use without suitable and adequate treatment. In other cases where there is a spring-fed pool into which cattle may tread and